PROJECT  10073  RECORD  CARD 


1.  DATE 

3.  LOCATION 

8 December  1963 

Bremerton.  Washington 

S.  DATE-TIME  GROUP 

4.  TYPE  OP  OBSERVATION 

jSHpioyrid*  Vl  cusl 

0 Ground-Radar 

ruiT  09/02  liz 

□ AlnVlwol 

Q Atflntareapl  Radar 

1 

O Y«i 

xa  No 

Civilian 

7.  LENGTH  OP  OitSaVATION 

1.  NUMBER  OP  OBJECTS 

9.  COURSE 

10-15  seconds 

one 

West 

13.  COHCLUSIONS 

□ We»  BallsQii 

C Probably  Balloon 
O Pooklbly  Balloon 

□ Wo*  Alierofl 

Q Probably  Alrerofl 
O Poiolbly  Aircraft 

OCJdAFoc  Actrenomlcol  MO't&OF 
D Probably  ABtroiwmlcol 
0 Potalbly  Attronomlccl 


□ Other 

□ Incwffleloni  Dots  for  Evoluation 

□ Unknown 


10,  BRIlP  lUMMARV  OP  SIGHTINO 

Round  object f slzo  of  baseball  with 
yellow  glow*  Object  moved  from  45  dgr 
in  East  to  80  dgr  in  west*  Obsvation 
of  object  beyond  and  above  hill  near 
GOC  post*  800'* 


11.  COMMINTS 

Probable  meteor  sighting* 


/ 
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00  RJEDDN  RJEDSQ  RJEPHQ 
DE  RJWPDM  5A 
0 0902 IIZ 
7M  C0C^25TH  CABD 
TO  RJEDDN/COMDR  NORAD^ 


H...SQ/COMCR  AIR  TE^L  INTELUCE.CE  CEKTER  «RICHT  PATTERSON  AEB 
HaEPHO/COHDR  TIRECOTR  OT  INTELUaENCE  HEABUUATERS  USAT  WASH  23  DC 


2EN/C0MDR  25TH  CADD 


BT 


I * 
I * 


/UMCLA'S/  TAC'L-3$  ATTN  D/I 


II 


gOUND^ 

BASEBAUj^ 

yelZou  glow 


4,  ONE 

5.  HNEG 
S % N£G 
7.  NEC 
S.  HEG 
9.  NEG 
111 

1,  VISLiAL- 

2.  NONE 


yellow  glow 

.2i"k5  DEGREEgj: 

DEGREEg 
ii.  TotjESf 


I 

7^//V  wf\t‘^T 


,0-15  SECONDS 


.1 


-K 


IV 


''PCI 


1,  35/02112 


;</// 


Wi1  dark 


3.  none  -,jg 

IF  nRgrRVATORV  POST_IQim!iNglSa^^”  '* 


[i<0 


APPEARED  ABOUT  SgflFT  UP  IN  THE  SKY  Ojj£R 

THE  TOP  OF  THE  HILL  WHICH  WAS  ABOUT  8SS0FT  HIBH 


2*  N/A 
Vill.  NONE 


2«  SURFACE  120  DEGREESf(5KtOT 
3*  ^000  SCTD  HIGH  SCTD_^ 

4.  15 

5. *  1/11?  inTj  rimms — 

6.  NONE 

VIII  NONE  KNOWN  ^ 

IX  NONE  - 

X NONE  " * ■ 
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